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CLEAN HANDS CONGRESS 


December 30 and 31, 1961 and January 1, 1962 
MAYFLOWER HOTEL - WASHINGTON, D.C. 


This is a very important Congress, 

Ron will be here in person to tell you about the new 
breakthrough in the alignment of technical data - 
which makes possible: 

Easy, rapid gains for every preclear. 

Widespread clearing in the United States, 

Auditor classification program and gradient training 
advance, 

More order in all phases of Scientology progress, 
Gaining your goals in Scientology. 


FIND OUT WHAT SCIENTOLOGY CAN DO FOR YOU IN 
THE MONTHS AND YEARS AHEAD... 


FIND OUT HOW YOU CAN HELP..... 


KNOW what Clean Hands means to you... 
KNOW about Routine 3 (Goals processing) and Clearing. 


This Congress is for YOU - the Scientologists 
of America. It's important to you and to 
your future. Don’t miss it. 


Cover picture: The British E-Meter. 
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CLASS OF AUDITORS 


by L. Ron Hubbard 


All auditors shall be considered Class I until validated Class 
Il by a Saint Hill Graduate or a Central Organization or at Saint 
Hill, 


Classification as Class II may not be awarded by any class. 
It may be attained only by severe practical demonstration, and 
oral examination by an HCO Secretary or an appointee of HCO. 


Class II auditors trained by anyone may not have pay status 
as Class II in a Central Organization until given a complete exam- 
ination after going on staff by the HCO Area Secretary, regardless 
of any earlier examination. The only exception is a Saint Hill 
graduate who has been specifically examined and specifically 
designated as Class II by HCO examiners at Saint Hill. 


No auditor may be designated as or draw pay in a Central 
Organization as a Class III unless first designated Class II and 
thereafter passing all examinations for Class II under the tutel- 
age of a Saint Hill Graduate and operating as a Class IJI auditor. 
A Class IH auditor must have successfully and correctly assess- 
ed and run preclears. Class HI auditors must be examined and 
their preclears examined by HCO before the award of Class III is 
given, 


A Class II auditor may assess and run advanced procedures 
only under the close personal supervision of a Saint Hill Gradu- 
ate, and not by mail, telegrams or long distance telephone, but 
personally. 


At Saint Hill all enrollees will be trained up to and examined 
as Class II auditors on arrival, regardless of any earlier train- 
ing by anyone or any organization. No assessment or advanced 
procedures may be run by the Saint Hill trainee before Class II 
classification is awarded and only then under the closest super- 
vision. When examined for Class II the passing grade is perfect, 
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(It follows that persons earlier classified as Class II will be 
able to reach Class II much more rapidly at Saint Hill. It also 
follows that a field classification as Class II may be able to reach 
Class II more rapidly in a Central Organization. But prior Class- 
ification has no bearing on the Saint Hill Course and field classi- 
fication has no bearing on Central Organization or City Office 
classification. 


UNAUTHORIZED PROCESSES 


Any auditor found using Class III skills in violation of the 
above shall be subject to suspension of certificate and, if con- 
tinuing in fault, subject to public warning and revocation of all 
certificates and awards. 


Serious damage can be done to Scientology and preclears by 
unauthorized use of Routine 3, 3A and 3D. 


While no penalty attaches to a Class I auditor trying to sec- 
urity check and running problems intensives, he or she should 
clearly understand that all pc upset in their area is traceable to 
inexpert handling of security checks. 


Class I auditors are free to handle and use any procedure 
earlier than security checking (or October 1, 1960) except ‘Step 
6' and Creative Processes. 


Class I auditors are urged to obtain Class II classification 
as soon as possible in order to increase their results and mini- 
mize area disturbance. Good use of ClassIlI skills gives wins. 
Use by persons not yet classified gives loses. Any inexpert use 
of Class III skills can be ruinous by actual test. We have, in 
Class III skills, for the first time violated the maxim that any 
auditing is better than no auditing. This is still true of proces- 
ses prior to October 1, 1960. With clearing at speed has come 
the liability of misuse. If we're going to have clears, we must 
have accurate Class III auditors. 


Appended to these policies it is understood that Class II and 
Class III auditing will be done only on British Mark IV E-Meters 
or as improved, The discovery that 1958-59-60 and 61 American 
meters are wholly unsuitable for clearing and that squirrel meters 
are even less useful, makes it mandatory upon us, in order to 
guarantee any result, to insist upon the use only of meters I have 
supervised in construction and which have been tested after man- 
ufacture by HCO WW, The only American meter suitable for 


clearing was the 1957 blue meter I supervised. Unknown.to me 
the pattern was thereafter altered. The only suitable U.K, me- 
ters prior to the Mark IV were the 'Green and Gold' ACC meter 
actually used on that London ACC, the Mark I, the Mark II and 
the Mark III. I cannot guarantee any meter I did not check on. 
This is not acommercial statement. It is a vital fact in clearing. 
Therefore Class II and Class II auditors may not be classified 

as such unless they own or are issued a British Mark IV (or im- 
proved) E-Meter checked out by HCO WW. 


These policies are vital and are binding on receipt. 


eee 


(The above article is HCO Policy Letter of November 29, 
1961, It adds to the HCO Policy Letter of September 29, 
1961 - "HGC Allowed Processes". ) 


AUSTRALIA REPRESENTED AT CONGRESS 


Among those present at the Clean Hands Congress will be 
Peter Williams, Association Secretary, Melbourne. Peter was 
the first clear on the Australian continent, 


In Australia Scientology is booming. In a few short years, 
it has been brought it has become well-known and respected and 
many people have been processed and trained. In Australia 
some of the largest PE Courses in the world have been conducted 
regularly, More people have reached the state of Clear, since 
Peter Williams was cleared, 


Scientology Books and Tapes 


Books for Beginners 
Evolution of a Science by L. Ron Hubbard $1.25 


Fundamentals of Thought by L. Ron Hubbard $1.25 
Scientology: It's Contribution to Knowledge 


by U. K. Gerry $2. 50 
DIANETICS: The Modern Science of Mental 

Health by L. Ron Hubbard $4. 00 
SCIENCE OF SURVIVAL by L. Ron Hubbard $7. 50 
Advanced Procedure & Axioms by LRH $2. 50 
Scientology: 8-8008 by L.Ron Hubbard $3.50 


Membership discount 20% -- Franchise discount 40%. 
Discounts apply on books priced over $1.00, Orders 
should be prepaid or they will be shipped C.O.D. In- 
clude postage as follows: Up to $1.25... 10 cents, 
$1.26 to $3.50.,.15 cents, above $3.50... 20 cents. 


Order from: 


Dara an 
The Distrigutin Center, TAC, BOX 242, SILVER SPRING, MARYLAND 


Taped lectures of L. Ron Hubbard 


Scientology View of Radiation - Tape #5612C29AR-1 
Proofing Up a Body 5612C29AR-2 
(Two lectures from the Anti-Radiation Congress) 


How to Create and Instruct a PE Course -Part 1&2 
Two hours, Tape #5610C18ACC1-OS 1 &2 
(from the Organizational Series, ..there are 
16 lectures in this special series on Scientology 
Organizations. ) 


Copied one-for-one on studio quality Ampex tape on Ampex 
tape recorders, 7 inch reels ~ twin-track - 3 3/4 ips. 
$30. 00 per two hour reel. Membership and Franchise discounts 
apply. 


Free tape list on request. 
Order Tapes from: The Distribution Center, Box 242 
Silver Spring, Maryland 


ABILITY NOTICE 


E - METERS 


The only acceptable E-Meter for Academy training is the 
British Mark IV. 


Any E-Meter franchise one John Ray held has been cancelled 
for failure to deliver and because no instrument made by him has 
ever been passed upon by L. Ron Hubbard. 


British Mark IV E-Meters are obtainable from HCO, 1812 
19th Street, N.W., Washington, D.C. and from HCO WW, Saint 
Hill Manor, East Grinstead, Sussex, U.K. 


It is with regret that we must announce the withdrawal of the 
Ray franchise and the cancellation of the American meter but 
must do so to protect the public from meters which have not been 
passed upon by L. Ron Hubbard and the specifications of which 
cannot be verified. Case gains depend upon accurate meters, 


The last three years of American meters were built without 
the supervision of L, Ron Hubbard and were useless in running 
clearing procedures, which helps explain lack of clears in Amer- 
ica. Elsewhere British Mark Fours were in use. 


Processing & Training 


Very excellent results are yours 
at the HUBBARD GUIDANCE CENTER, 


Thorough training in all the skills necessary 
to BE AN AUDITOR 
at the ACADEMY OF SCIENTOLOGY 


Plan for the future you want - 
Discuss your plans and problems 
with the Consultant and with the Directors of 
Training and Processing - 
while you are attending the CLEAN HANDS CONGRESS, 


The meter. and the process check 
when done by auditors with skill, 
can open up transgression's rush 
and loose a cascade out 
until hell's spent. 

L. Ron Hubbard 
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WISHING YOU A MERRY CHRISTMAS 
AND THE BEST NEW YEAR EVER! 


